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E.O. 11652: N/ID 
TAGS: PBOR, ML, UV 

SUBJ: GOM COMMUNIQUE ON BORDER CONFLICT 
REF: BAMAKO 2074 

1. OFFICIAL RADIO JUNE 6, EVENING AND JUNE 7 MORNING 
BROADCASTS CARRIED MILITARY COMMITTEE NATIONAL 
LIBERATION COMMUNCLUE ON BORDER DISPUTE. NOTED THAT 
ON JUNE 2-3 VOLTAN ARMY UNITS SURROUNDED TWO MALIAN 
VILLAGES 5-6 KILOMETERS INSIDE MALIAN TERRITORY AND 
NOT WITHIN DISPUTED AREA, MALIAN ARMY REPELLED 
VOLTANS WITH FOLLOWING RESULT C 2 MALI CIVILIANS 
KILLED; 2 VOLTAN MILITARY KILLED, SEVERAL WOUNDED; 

10 VOLTAN MILITARY CAPTURED, 4 VOLTAN TRUCKS 
CAPTURED. 

2. COMMUNIQUE ALSO SAID THAT GOM HAD NOT INFORMED 
PUBLIC PRIOR TO ARRIVAL GUINEAN PRIME MINISTER JUNE 6 
BECAUSE IT DID NOT WANT TO ALARM POPULACE. 

3. COMMENT: LATEST RADIO MALI COMMUNIQUES CONFIRM 
UNCLASSIFIED 
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REFTEL REPORT THAT GUINEAN PRIME MINISTER ARRIVAL 
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STATEMENT JUNE 6 WAS FIRST PUBLIC MENTION OF RENEWAL 
OF HOSTILITIES. DESPITE NEWS LIFE IN BAMAKO PROCEEDS 
AY USUTL. 
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